312

-9203020150 WG-3 4.2.4 "Comparison of Shifts of Curves for Impact Viscosity & De-
struction Viscosity."

KARZOV.G.P., ANIKOVSKIY.V.V., DEYCH.A.S. Union of Soviet Socialist Republics.
JCCCNRS WG-3. 91/10/12. 16pp. 60781:092-60781:107.

-9203020156 RG-3-10/91-2.2 "Markov Model in Problems of Optimizing Periodicity of
Testing Safety Systems of Nuclear Power Units."

YEMEL'YANOV.V., KOLESNIK.A1, PANOV.A.M. Union of Soviet Socialist Republics.
2613. 91/12/31.16pp. 60781:108-60781:123.

9203020166 Forwards Russian repts.

* U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor Safety. 92/
03/02. Document Control Branch (Document Control Desk). 1p. 60828:001-
60828:192.

-9203020171 RG-3-10/91.4.2.3 "Information About Testing Oversized Models of Ves-

BLYUMIN.A.A., KARZOV.G.P., TIMOFEYEV.B.T. Union of Soviet Socialist Republics.
2596. 91/10/12. 36pp. 60828:002-60828:038.

-9203020174 RG-3-10/91.3.3 "Scientific Fundamentals & Practical Experience of Using
Annealing to Lengthen Lifetime of PWR Vessels."

AMAYEV.A.D., KRYUKOV.A.M., RYAZANTSEV.Y.P Union of Soviet Socialist Repub-
lics. 2593. 91/10/12. 86pp. 60828:039-60828:123.

-9203020232 RG-3010/91-5.6 "Study of Mixing of Water in Down Channel of VVER-
440 Reactor."

BIRYUKOV.G.l., KHRIPACHEV.Y.B., DRAGUNOV.Y.G. Union of Soviet Socialist Re-
publics. 2600. 91/10/22. 69pp. 60828:124-60828:192.

9203020188 Notification of 920205 meeting v

ting w/seismic qualification util group (SQUG) in
Rockville.MD   to   discuss   attached   agenda  re   SQUG   generic   implementation

procedure.rev 2.

SEARS.P. Project Directorate 1-3. 92/01/23. MURLEY.T., MIRAGLIA.F., RUSSELL,W.

NRC - No Detailed Affiliation Given. 36pp. 60755:181-60755:218.

9203020202 Notification of 920226 meeting w/NUMARC in Rockville.MD to discuss
staff review of Rev 1.PWR containment structures industry report.
TANG.D. License Renewal Project Directorate (Post 901216). 92/02/24. MURLEY.T.,
MIRGALIA.F., RUSSELL.W. NRC - No Detailed Affiliation Given. 2pp. 60745:358-
60745:359.

9203020325 Forwards matls requested during 920212 meeting,including minutes of
920212 meeting.list of fire endurance tests repts,list of ampacity derating repts & mail-
gram from F Rubin.Thermal Science.lnc to J Taylor.NRC.
MIRAGLIA,FJ. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/

24.  RASIN.W. Nuclear Management & Resources Council (NUMARC) (formerly Nucle-
ar Utility Manage. 7pp. 60781:267-60781:297.

-9203020329 Summary of 920212 meeting w/NUMARC re review of thermo-lag fire
barrier performance.Ust of meeting attendees & draft generic Itr encl.
MIRAGLIA.FJ. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/
13. MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 22pp.
60781:274-60781:297.

9203020338 Forwards translated foreign documents RG-3-10-91,WG-3 1.4A, WG-3 1.4B
& WG-3 1.5.

* U.S./U.S.S.R. Joint Coordinating Committee for Civilian Nuclear Reactor Safety. 92/
03/02. Document Control Branch (Document Control Desk). 1p. 60772:041-
60772:198.

-9203020341 RG-3-10-91 "Study of Reactor Vessel Metal of Novovoronezh Nuclear
Power Plant Third Unit Before & After Annealing."

AMAYEV.A.D., KRASIKOV.Y.E., KOROLEV.Y.N. Union of Soviet Socialist Republics.
NRC 2583. 92/02/29. 41pp. 60772:042-60772:082.

-9203020342 WG-3 1.4A "Study of Resistance to Low Cycle Deformation of Samples
of WER Vessels Under Remote Conditions."

AMAYEV.A.D., VIKTOROV,V.F., KORSHUNOV.M.Y. Union of Soviet Socialist Repub-
lics. 2585. 92/01/31. 32pp. 60772:083-60772:114.

-9203020343 WG-3 1.4B "Use of DOS Control Samples to Define Parameters of Fail-
ure Viscosity of WER-40 Reactor Vessel Matls."

AMAYEV.A.D., VIKTOROV.V.F., KUZNETSOV.V.N. Union of Soviet Socialist Repub-
lics. NRC 2586. 92/01 /31. 54pp. 60772:115-60772:168.

-9203020344 WG-3 1.5 "Joint US-USSR Seminar of Coordination Commission on
Safety of Civil Nuclear Reactors."

NIKOLAYEV.V.A., MOROZOY.A.M., KARPIY.S.A. Union of Soviet Socialist Republics.
2587. 92/01/31. 30pp. 60772:169-60772:198.

9203030240 Notification of 920225 meeting w/CRGR to discuss rept to EDO concern-
ing results of special review.Agenda encl.

JORDAN.E.L Committee to Review Generic Requirements. 92/02/25. ARLOTTO.G.A.
Office of Nuclear Material Safety & Safeguards, MIRAGLIA.FJ. Office of Nuclear Re-
actor Regulation, Director (Post 870411). MOORE.J.E. Office of the General Counsel
(Post 860701). 2pp. 60774:329-60774:330.

9203030305 Summary of 920219 meeting w/NUMARC in Rockville.MD re part 52 relat-
ed issues including sign-as-you-go insp process & NUMARC draft paper, "NRC Pro-
gram for Periodic Validation of Compliance Program for Combined Operating Li-
cense."

STEIN.S.R. Standardization Project Directorate (Post 901216). 92/02/26. Standardiza-
tion Project Directorate (Post 901216). 16pp. 60774:344-60774:359.

9203040172 Responds to 920127 Itr submitting Rev 2 to NUMARC/NESP-007, "Meth-
odology for Development of Emergency Action Levels" & request for final endorse-
ment of document as acceptable alternative to App 1 to NUREG-0654/FEMA-REP-
1,Rev1.
MURLEYJ.E. Office of Nuclear Reactor Regulation, Director (Post 870411). 92/02/

25.  TIPTON.T.E. Nuclear Management & Resources Council (NUMARC) (formerly Nu-
clear Utility Manage. 3pp. 60793:207-60793:209.

9203040307 Informs of 920221 meeting w/NUMARC/EPRI re potential role of
NUMARC/EPRI to facilitate implementation & resolution of issues associated w/digital
I&C sys in operating reactors.

NEWBERRY.S. Instrumentation & Control Systems Branch. 92/02/27. THADANI.A.
Division of Systems Technology (Post 890827). 1p. 60806:270-60806:270.

9203050116 Forwards comments & marked-up draft NUMARC 91-03, "Nuclear Power
Plant Personnel Access Authorization Data Exchange Guidelines," dtd Jan 1992.
GRIMES.B.K, Vendor inspection Branch. 92/02/27. TIPTON.T.E. Nuclear Manage-
ment &  Resources  Council  (NUMARC)  (formerly Nuclear Utility  Manage. 40pp.
60807:058-60807:083.

9203050291 Forwards documents re revised designation for reg history regarding nucle-
ar power plant license renewal (55FR29043 & 56FR64943).

NORIAN.P. Reactor & Plant Safety Issues Branch. AD04-2 001. 92/02/20. Document
Control Branch (Document Control Desk). 2pp. 61130:002-61160:358.

-9006140504 Expresses appreciation for opportunity to meet w/& discuss approach to
license renewal rulemaking on 890727 & role of current licensing basis including treat-
ment of exemptions & grandfather provisions.

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 55FR29043. 89/06/28. HOUSTON.R.W. Division of Safety Issue Res-
olution (Post 880717). 1 p. 61148:236-61148:274.

-9006140508 Forwards NUMARC NUPLEX position paper on license renewal
rulemaking. Paper will provide useful insights into policy issues of most importance to
industry

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 55FR29043. 89/04/21. HOUSTON.R.W. Division of Safety Issue Res-
olution (Post 880717). 38pp. 61148:237-61148:274.

-9203050297 Forwards comments offered in response to 891013 54FR41980.
RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 55FR29043. 89/12/01. CLEARY.D. Office of Nuclear Regulatory Re-
search (Post 860720). 2pp. 61130:004-61130:005.

-9203050298 Forwards comments to replace ones submitted on 891204 in response to
89101354FR41980.

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 55FR29043. 89/12/11. CLEARY.D. Office of Nuclear Regulatory Re-
search (Post 860720). 60pp. 61130:006-61130:065.

-9203230272 Notification of 890727 meeting w/NUMARC in Rockville.MD to discuss
plant life extension.

HOUSTON.R.W. Division of Safety Issue Resolution (Post 880717). 55FR29043. 89/
07/14. BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 2pp.
61148:234-61148:235.

-9203230303 Provides industry positions on license renewal rulemaking. Recommenda-
tions have been made by industry urging NRC to adopt license renewal hearing
schedule.

LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility
Manage. 56FR64943. 91/01/18. CARR.K.M. Commissioners (Post 750119). 2pp.
61149:061-61149:062.

-9203230320 Informs of NUMARC observations that basis for treatment by NRC of sev-
eral key issues remain troublesome & require attention by Commission in areas of
compilation of current licensing basis & scope of sys considered for renewal.
LEE.B. Nuclear Management I Resources Council (NUMARC) (formerly Nuclear Utility
Manage. 56FR64943. 91/04/04. CARR.K.M. Commissioners (Post 750119), 18pp,
61149:063-61149:080.

-9203230332 Responds to 910404 Itr to Chairman Carr providing NUMARC views on
issues in licensing renewal rulemaking.

TAYLOR.J.M. Ofc of the Executive Director for Operations. 56FR64943. 91/05/03.
LEE.B. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear Utility
Manage. 2pp. 61149:097-61149:122.

-9203230361 Recommends mod of criterion (iv) to assure scope more directly
defined,thereby making significant improvement to final rule & expectations for license
renewal.

RASIN.W.H. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 56FR64943. 91/11/04. CURTISS.J.R. Commissioners (Post 750119).
3pp. 61149:200-61149:202.

-9203230201 Informs that encl review package on proposed rule for nuclear power
plant license renewal shows,by markups.changes made since 900314 submittal in re-
sponse to 900328 CRGR comments.

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 55FR29043.
90/04/11. JORDAN.E.L Committee to Review Generic Requirements. 350pp.
61145:044-61147:044.

-9203230213 Forwards draft final rule on nuclear power plant license renewal.for
review. Requests that review be completed by mid-Apr 1991.

BECKJORD.E.S. Office of Nuclear Regulatory Research (Post 860720). 56FR64943.
91/03/21. JORDAN.E.L. Committee to Review Generic Requirements. 150pp.
61147:045-61147:206.

9203060206 Forwards "Advanced LWR SER - Status.Feb 1992." Significant progress
apparent in area of policy issues.

BOCKHOLD.G. ALWR Utility Steering Committee. BOCKHOLD.G. Electric Power Re-
search Institute. 92/03/03. CRUTCHFIELD.D. NRC - No Detailed Affiliation Given. 1p.
60866:334-60866:344.

9203060301 Notification of 920414 meeting w/NUMARC in Rockville.MD to discuss reg-
ulatory guide on monitoring of maint in nuclear power plants.

CORREiA.R.P. Performance & Quality Evaluation Branch (Post 890101). 92/03/02.
ZECH.G.G. Performance & Quality Evaluation Branch (Post 890101). 1p. 60833:314-
60833:314.

9203090202 Comments.in response to 920212 request.on draft generic Itr addressing
Thermo-Lag barriers.NUMARC supports NRC initiative to examine potential
10CFR50,App R fire protection issues related to Thermo-Lag fire barrier sys.
MARION.A. Nuclear Management & Resources Council (NUMARC) (formerly Nuclear
Utility Manage. 92/03/03. MIRAGLIA.F.J. Office of Nuclear Reactor Regulation, Direc-
tor (Post 870411). 9pp. 60863:014-60863:021.

9203090398 Discusses 920207 meeting w/NRC re fatigue evaluation issues related to
license renewal.

GRIFFING.E.P. Nuclear Management & Resources Council (NUMARC) (formerly Nu-
clear Utility Manage. 92/02/26. CRAIG.J. License Renewal Project Directorate (Post
901216). 2pp. 60868:051-60868:052.0:136-60790:136.
